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we read of the insertion of longitudinal beams (OpavoC)
and of transverse beams (ez/Seoytoi). Pliilon of Byzantium1
praises this method of bonding walls of fortresses, and
Vitruvius2 advises the laying transversely of olive beams
into walls and foundations as frequently as possible, on the
ground that they pin together the outer and inner faces of
the walls and thus increase their durability. Similar
building methods prevail in Greece down to the present
day. Sometimes mere laths are sunken into the face of
a wall and the actual bonding beams omitted. This is
a decorative survival of abandoned structural methods,

It seems strange to us that the Greeks made little or no
use of baked brick for the walls of buildings. Pausanias,
in his detailed descriptions of what he saw in Greece,
twice mentions buildings of burnt brick (7r\w/0o9 OTTTT;).
One of these buildings was a temple within the sanctuary
of the Mysian Demeter,3 on the way from Mycenae to
Argos, the other, the Philippeion at Olympiad The sanc-
tuary of the Mysian Demeter has not been identified and
the Philippeion has been shown to have been made of poros
and marble. It is a noteworthy circumstance, however,
that the poros walls of the Philippeion were covered with
stucco and painted in imitation of brick construction.6
We might be inclined to consider this imitation of brick-
work to be a Roman decoration added several centuries
after the building was constructed, were it not that a still
earlier imitation of brickwork may be found again in
Olympia. This forms part of the decorations of the feima
of the sixth century Treasury of Gela.6 The painted
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